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“The Waterloo® Pro Series a "| pee —= 
stands out when high quality Ss 
a as 
and durability are demanded.” 
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The Waterloo® Pro Series 
provides exceptional quality 
and durability with standard 
features engineered for the 
professional user. 





Smooth-Action Drawer Slides 





Double-Wall Construction 





Over-molded Chrome-Plated 
Chest Handle 





5 x 2-Inch (127 x 50.8 mm) 
Casters 


@ PRO SERIES PRODUCT 
TOP CATEGORY 


m@ Double-wall construction provides 
strength while reducing racking 


m@ One-piece, smooth-action professional 
drawer slides are designed to carry 
heavy loads 


@ Full-extension drawer slides for 
complete access of contents 


@ 1,200 Ib. (544.3 kg) load rating 

@ High-strength metal handles with over- 
molded grips for easy lifting on all 
26-inch (660.4 mm) chests 

™ 14-gauge caster support channels and 
5 x 2-inch (127 x 50.8 mm) casters for 
high load capacity 


m Reinforcement channels on cabinet 
back panel add strength and rigidity 


m@ Easy-grip, over-molded keys 
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10-Drawer Chest 


13-Drawer Tool Cart 


Top full-width drawer on cart has 
four ball-bearing slides and is 
located at a convenient height for 
most-used tools 


Full-extension drawers with smooth- 
action professional slides 


Vertical supports in cart backwall 
for extra strength 


5 x 2-inch (127 x 50.8 mm) casters 
for ease in maneuvering 


Vertical lock bars for extra security 


Internal supports on top and bottom 
for carrying heavy loads 


Two chest-lid stops prevent 
accidental closure 


Cart comes standard with 
hardboard worksurface 


Tool cart is shipped on custom-fit 









































pallet 
WwW Xx D x H WwW Xx D x H 
Overall 51.00 18.00 19.75 in. Overall 51.50 18.00 35.50 in. 
1295 457 502 mm 1308 457 902 mm 
Top Storage 50.50 17.50 4.46 in. Overall 51.50 18.00 41.25 in. 
Area 1283 445 113 mm With Casters 1308 457 1048 mm 
6 Drawers 22.50 16.37 2.00 in. 1 Drawer 47.37 16.37 4.12 in. 
572 417 51 mm 1204 417 106 mm 
2 Drawer 22.50 16.37 3.12 in. 2 Drawers 22.50 16.37 2.00 in. 
572 417 79 mm 572 417 51 mm 
2 Drawers 22.50 16.37 4.12 in. 6 Drawers 22.50 16.37 3.12 in. 
572 417 106 mm 572 417 79 mm 
Capacity Unit Weight Ship Weight 4 Drawers 22.50 16.37 6.37 in. 
12,258 cubic in. 172.0 lbs. 190.0 Ibs. 572 417 161 mm 
eee aes oo Capacit Unit Weight___ Ship Weight 
21,448 cubic in. 316.0 Ibs. 341.0 lbs. 
351470 cubic cm 143.3 k 154.8 k 
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WATEPLOO ann 


11-Drawer Chest ft 


12-Drawer Tool Cart 

















Chest lid has 2-point locking system 


Top full-width drawer on cart has 
ball-bearing slides and is located at 
a convenient height for most-used 
tools 


13-inch (330.2 mm) deep drawer on 
cabinet for storing large pneumatic 
and electric-powered tools 


5 x 2-inch (127 x 50.8 mm) casters 
for ease in maneuvering 


Tool cart comes standard with hard- 
board worksurface 


Tool cart is shipped on 
custom-fit pallet 







WI-1511/WI-1512 (Red) 


WI-1511BK/WI-1512BK (Black) ty WI-1511BU/WI-1512BU (Blue) 





Ww x D x H~ Ww x D x H 









































Overall 40.50 16.00 19.75 in. Overall 41.00 18.00 35.50 in. 
1029 406 502 mm 1041 457 902 mm 
Top Storage 40.00 15.50 4.46 in. Overall 41.00 18.00 41.25 in. 
Area 1016 394 113 mm With Casters 1041 457 1048 mm 
5 Drawers 22.37 14.62 2.00 in. 1 Drawer 36.75 16.37 4.12 in. 
568 371 51 mm 933 417 105 mm 
1 Drawer 22.37 14.62 3.12 in. 1 Drawer Ceol 16.37 2.00 in. 
568 371 79 mm 568 417 51 mm 
4 Drawers 11.75 14.62 2.00 in. 3 Drawers 2eA.of 16.37 3.12 in. 
299 371 51 mm 568 417 79 mm 
1 Drawer 11.75 14.62 5.25 in. 2 Drawers 22.37 16.37 6.37 in. 
299 371 133 mm 568 417 161 mm 
Capacit Unit Weight Ship Weight 1 Drawer 11.75 16.37 2.00 in. 
9,326 cubic in. 110.0 Ibs. 121.5 lbs. 299 417 51 mm 
152859 cubic cm 50.0 k 55.1 k 3 Drawers 11.75 16.37 3.12 in. 
299 417 78 mm 
1 Drawer 11.75 16.37 12.75 in. 
299 417 325 mm 
Capacity Unit Weight Ship Weight 

15,910 cubic in. 222.0 lbs. 247.0 lbs. 

260770 cubic cm 100.7 kg 111.0 kg 
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WATEPLOO 





WI-1500 


15-Drawer Tool Cart 


@ 41-inch (1041.4 mm) wide models have 50% more 
storage capacity than 26-inch (660.4 mm) wide 


models 


@ 13-inch (330.2 mm) deep drawer on cart for 


storing large pneumatic and electric-powered 


tools 


@ Built to accommodate the WI-1511 chest 


m@ 5 x 2-inch (127 x 50.8 mm) casters for ease in 


maneuvering 


surface 








@ Tool cart is shipped on custom-fit pallet 


























WI-1500 Ww x D x H 
Overall 40.75 18.00 35.50 in. 
1035 457 902 mm 
Overall 40.75 18.00 41.25 in. 
With Casters 1035 457 1048 mm 
2 Drawers 22.37 16.37 2.00 in. 
568 417 51 mm 
6 Drawers 22.37 16.37 3.12 in. 
568 417 79 mm 
1 Drawer 22.37 16.37 6.37 in. 
568 417 161 mm 
1 Drawer 11.75 16.37 4.12 in. 
299 417 105 mm 
4 Drawers 11.75 16.37 3.12 in. 
299 417 79 mm 
1 Drawer 11.75 16.37 12.75 in. 
299 417 324 mm 
Capacit Unit Weight Ship Weight 
14,565 cubic in. 230.5 lbs. 250.5 Ibs. 
238678 cubic cm 104.5 k 113.6 k 
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WI-1510 


10-Drawer Tool Cart 


required 


@ 35.5-inch (901.7 mm) height is perfect for 
applications where shorter work height is 


@ Four 6-inch (152.4 mm) deep drawers for 


storage of larger tools 


@ Built to accommodate the WI-1511 chest 


m@ 5 x 2-inch (127 x 50.8 mm) casters for ease 


in maneuvering 


@ Tool cart comes standard with hardboard 
@ Tool cart comes standard with hardboard work- worksurface 


@ Tool cart is shipped on custom-fit pallet 
































WI-1510 Ww x D x H 
Overall 40.75 18.00 29.75 in. 
1035 457 756 mm 
Overall 40.75 18.00 35.50 in. 
With Casters 1035 457 902 mm 
2 Drawers 2e.3f 16.37 3.12 in. 
568 417 79 mm 
1 Drawer 22.37 16.37 4.12 in. 
568 417 105 mm 
2 Drawers 22.37 16.37 6.37 in. 
568 417 161 mm 
2 Drawers 11.75 16.37 3.12 in. 
299 417 79 mm 
1 Drawer 11.75 16.37 4.12 in. 
299 417 105 mm 
2 Drawers 11.75 16.37 6.37 in. 
299 417 161 mm 
Capacit Unit Weight Ship Weight 
12,902 cubic in. 186.0 Ibs. 206.0 Ibs. 
211426 cubic cm 84.4 k 93.4 k 
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WI-1265 
12-Drawer Chest 


WI-1200 
12-Drawer Cabinet 


m@ Chest’s 16-inch (406.4 mm) depth 
offers 25% more storage space than 
standard-depth Pro Series chest 


@ Top center drawer on chest and 
cabinet lock separately for securing 
valuables while working 


m Chest includes steel tote tray 


@ Cabinet offers twelve drawers for 
more organization and storage 
options 


m 5 x 2-inch (127 x 50.8 mm) casters 
for ease in maneuvering 





























WI-1265 Ww x D x H WI-1200 Ww x D x H 
Overall 26.00 16.00 19.75 in. Overall 26.50 18.00 35.50 in. 
660 406 502 mm 673 457 902 mm 
Top Storage 25.75 15.75 4.46 in. Overall 26.50 18.00 41.25 in. 
Area 654 400 113 mm With Casters 673 457 1048 mm 
9 Drawers 6.75 14.62 2.00 in. 4 Drawers 6.75 16.37 2.00 in. 
172 3/1 51 mm 172 417 51 mm 
2 Drawers 22.37 14.62 2.00 in. 1 Drawer 6.75 16.37 4.12 in. 
568 3/1 51 mm 172 417 105 mm 
1 Drawer 22.37 14.62 3.12 in. 6 Drawers 22.37 16.37 3.12 in. 
568 371 79 mm 568 417 79 mm 
Capacity Unit Weight Ship Weight 1 Drawer 22.37 16.37 6.37 in. 
5,913 cubic in. 82.5 lbs. 89.5 lbs. 568 417 161 mm 
96897 cubic cm 37.4 k 22.7 k Capacity Unit Weight Ship Weight 
10,527 cubic in. 147.0 Ibs. 156.0 Ibs. 
172507 cubic cm 66.7 k 70.7 k 
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WI-1210 
12-Drawer Chest 


WI-900 
9-Drawer Cabinet 


m@ Chest’s twelve drawers make this 
an excellent value 


@ Top center drawer in chest locks 
separately to secure valuables 
while working 


m Chest includes steel tote tray 


m Large split drawers on roller 
cabinet for separation of larger 
tools 


m 5 x 2-inch (127 x 50.8 mm) casters 
for ease in maneuvering 
































WI-1210 Ww Xx D x H Wi1-900 Ww x D x H 
Overall 26.00 12.00 19.75 in. Overall 26.50 18.00 35.50 in. 
660 305 502 mm 673 457 902 mm 
Top Storage 25.75 11.75 4.46 in. Overall 26.50 18.00 41.25 in. 
Area 654 299 113 mm With Casters 673 457 1048 mm 
9 Drawers 6.75 10.75 2.00 in. 2 Drawers 10.62 16.37 4.12 in. 
172 2/3 51 mm 2/0 417 105 mm 
2 Drawers 22.37 10.75 2.00 in. 2 Drawers 10.62 16.37 3.12 in. 
568 273 51 mm 270 417 79 mm 
1 Drawer 22.37 10.75 3.12 in. 3 Drawers 22.37 16.37 3.12 in. 
568 273 79 mm 568 417 79 mm 
Capacity Unit Weight Ship Weight 2 Drawers 22.37 16.37 6.37 in. 
4,367 cubic in. 62.0 Ibs. 69.0 Ibs. 568 417 161 mm 
71562 cubic cm 28.1 k SiLOk Capacit Unit Weight Ship Weight 
11,153 cubic in. 134.5 lbs. 143.5 lbs. 
182764 cubic cm 61.0 k 65.2 k 
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WI-1000 
10-Drawer Chest 


WI-500 
5-Drawer Cabinet 


m Large security drawer in chest locks 
separately to store valuables and 
manuals 


m Chest includes steel tote tray 


m Bulk storage area in cabinet for 
organization of containers and large 
tools locks independently for 
additional security 


m@ 5 x 2-inch (127 x 50.8 mm) casters 
for ease in maneuvering 
































WI-1000 Ww x D x H WI-500 Ww x D x H 
Overall 26.00 12.00 19.75 in. Overall 26.50 18.00 35.50 in. 
660 305 502 mm 673 457 902 mm 
Top Storage 25.75 11.75 4.46 in. Overall 26.50 18.00 41.25 in. 
Area 654 299 113 mm With Casters 673 457 1048 mm 
6 Drawers 6.75 10.75 2.00 in. 4 Drawers 22.37 16.37 3.12 in. 
172 273 51 mm 568 417 79 mm 
1 Drawer 6.75 10.75 6.37 in. 1 Drawer 22.37 16.37 6.37 in. 
172 273 161 mm 568 417 161 mm 
2 Drawers 22.37 10.75 2.00 in. Panel Area 25.50 16.50 10.62 in. 
068 2/3 ot mm 648 419 270 mm 
68 273 mm 11,371 cubic in. 112.0 Ibs. 120.5 lbs. 
Capacit Unit Weight Ship Weight 186337 cubic cm 51.0k 54.7 k 
4,393 cubic in. 60.0 Ibs. 66.5 Ibs. 
71988 cubic cm 27.0 k 30.2 k 
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WI-624 
6-Drawer Drop-Front 
Chest 


WI-700 
7-Drawer Cabinet 


@ Drop-front panel on chest offers 
additional security 


=m Chest-lid stop prevents accidental 
closure 


m@ Chest includes steel tote tray 


m Large drawers in cabinet for 
storing large tools and equipment 


m@ 5 x 2-inch (127 x 50.8 mm) casters 
for ease in maneuvering 





























WI-624 Ww x D x H WI-700 WwW x D x H 
Overall 26.00 12.00 15.50 in. Overall 26.50 18.00 35.50 in. 
660 305 391 mm 673 457 902 mm 
Top Storage 25.75 11.75 4.46 in. Overall 26.50 18.00 41.25 in. 
Area 654 299 113 mm With Casters 673 457 1048 mm 
3 Drawers 6.75 10.75 2.00 in. 1 Drawer 22.37 16.37 4.12 in. 
172 273 51 mm 568 417 105 mm 
2 Drawers 22.37 10.75 2.00 in. 4 Drawers 22.37 16.37 3.12 in. 
568 2/73 51 mm 568 417 79 mm 
1 Drawer 22.37 10.75 3.12 in. 2 Drawers 22.37 16.37 6.37 in. 
068 2/3 79 _mm 568 417 161 mm 
Capacity Unit Weight Ship Weight Capacity Unit Weight Ship Weight 
3,467 cubic in. 48.0 lbs. 99.0 Ibs. 10,743 cubic in. 127.0 Ibs. 136.0 Ibs. 
96830 cubic cm 21.8 k 25.0 k 176046 cubic cm 57.6 k 61.7 k 
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WI-600 
6-Drawer Chest 


WI-300 
3-Drawer Cabinet 


m Center drawer in chest locks 
separately to secure valuables 
while working 


m Chest includes steel tote tray 


@ Cabinet’s 35.5-inch (901.7 mm) 
height is perfect for applications 
where short work height is 
required 


m Bulk storage area in cabinet for 
organization of containers and 
large tools locks independently 
for additional security 


m@ 5 x 2-inch (127 x 50.8 mm) 
casters for ease in maneuvering 


























WI-600 WwW x ) x H WI-300 Ww x D x H 
Overall 26.00 12.00 15.50. in. Overall 26.50 18.00 30.25 in. 
660 305 391 mm 673 457 743 mm 
Top Storage 25.75 11.75 4.46 in. Overall 26.50 18.00 35.50 in. 
Area 654 299 113 mm With Casters 673 457 902 mm 
3 Drawers 6.75 10.75 2.00 in. 2 Drawers 22.37 16.37 3.12 in. 
172 2/3 51 mm 568 417 79 mm 
2 Drawers 22.37 10.75 2.00 in. 1 Drawers 22.37 16.37 6.37 in. 
568 273 51 mm 568 417 161 mm 
1 Drawer 22.37 10.75 3.12 in. Panel Area 25.50 16.50 10.62 in. 
068 273 79 mm 648 419 270 mm 
___ Capacity ——sUnit Weight__— Ship Weight___ Capacity Unit Weight Ship Weight 
3,467 cubic in. 46.5 lbs. 51.5 lbs. 8,301 cubic in. 88.5 lbs. 96.5 lbs. 
96830 cubic cm 211k 23.4 k 136029 cubic cm 40.1 k 43.8 k 
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WI-404 70156 
4-Drawer Intermediate Chest 6-Drawer Side Cabinet 
m@ Adds up to 1,900 cu. in. (31141 cu. cm) of stor- @ Side cabinet fits all 41-inch (1041.4 mm) tall 
age on tool chest and cabinet combination cabinets 
@ Sized to accommodate 12-inch (304.8 mm) m™ Comes standard with hardboard worksurface 
deep chest 
P m Large deep drawer ideal for storing bulky 
tools 
a 
Shown in combination with 
W1-600/WI-404/WI-300 
WI-4.04 W x D x H 70156 Ww x D x H 
Overall 26.00 12.00 12.25 in. Overall 15.75 18.00 35.50 in. 
660 305 311 mm 400 457 902 mm 
4 Drawers 22.37 10.75 2.00 in. 1 Drawer 11.75 16.37 4.12 in. 
568 273 51 mm 299 417 105 mm 
Capacity Unit Weight Ship Weight 4 Drawers 11.75 16.37 3.12 in. 
1,929 cubic in. 33.0 Ibs. 37.0 Ibs. 299 417 79 mm 
131619 cubic cm 15.0 k 16.8 k 1 Drawer 11.75 16.37 12.75 in. 
—e—rre*e““ wT 299 417 324 mm 
Capacity Unit Weight Ship Weight 
5,649 cubic in. 86.0 lbs. 91.0 lbs. 
92589 cubic cm 39.0 kg 41.3 kg 
@ PRO SERIES PRODUCT PRODUCT 
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70747 70722 

Side Cabinet 2-Drawer Set 

™ Two adjustable shelves included for storing m™ Designed to fit 70747 side cabinet 
containers 


m Adds additional organization and storage 


m Can be hung from side of tool cabinet or on a 
wall 


m@ Add 70722 drawer set for added organization 
and storage 


m™ Lockable for added security 








70747 Ww x D x H 70722 Ww x D x H 
Overall 17.75 10.50 29.25 in. Overall 17.00 10.50 5.75 in. 
451 267 743 mm 432 267 146 mm 
Door Area 17.25 10.00 28.75 in. 2 Drawers 13.75 9.50 2.75 in. 
438 254 730 mm 349 241 70 mm 
Capacity Unit Weight Ship Weight Capacity Unit Weight Ship Weight 
4,959 cubic in. 29.0 lbs. 33.0 lbs. 718 cubic in. 7.0 Ibs. 8.5 Ibs. 
81270 cubic cm 13.2 kg 15.0 kg 11766 cubic cm 3.2 kg 3.9 kg 
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